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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 05154 081438Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

104341 090023Z/62 

R081304Z JUL 77 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 8091 
AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 5154 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BTIO, BEXP, TU 

SUBJECT: FOREIGN GOVERNMENT TENDER: WASTEWATER PUMPS 

1. 489/01/T0077 

2. 070877 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. SUBMIT PROPOSALS TO~ 

6B. — 

6C. ILLER BANKASI GENEL MUDURLUGU 
ANKARA, TURKEY 

7. - 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 05154 081438Z 

8. 101077 

9. 201 

10. 3561 1XX- VALUE NOT KNOWN. ILLER BANKASI GENEL MUDURLUGU 
(GENERAL DIRECTORATE OF PROVINCES BANK) HAS INVITED BIDS FOR 
WASTEWATER PUMPS FOR SEWERAGE AND OUTFALL SYSTEMS IN IZMIT 
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(93 KILOMETERS EAST OF ISTANBUL). THE PROJECT WILL COVER OF 
SUPPLY. TRANSPORTATION AND INSTALLATION OF THREE SUBMERSIBLE 
CENTRIFUGAL SEWAGE PUMPS FOR WASTEWATER PUMPING PLANT PI; 
FOUR SUBMERSIBLE CENTRIFUGAL SEWAGE PUMPS OR ALTERNATIVELY 
ONE LARGE CENTRIFUGAL SEWAGE PUMP. AND TWO SMALL CENTRIFUGAL 
SEWAGE PUMPS FOR WASTEWATER PUMPING PLANT P3; TWO LARGE, 
VERTICAL, DRY-PIT, FLEXIBLE SHAFT, CENTRIFUGAL SEWAGE PUMPS 
AND TWO SMALL, VERTICAL, DRY-PIT, FLEXIBLE SHAFT, CENTRIFUGAL 
SEWAGE PUMPS FOR THE OUTFALL PUMP STATION P4. 

MAIN CHARACTERISTS OF PUMPS ARE GIVEN BELOW: 

NO PI PUMPS: 50 1/SN DISCHARGE AND 6,5 M. HEAD 
NP P3 PUMPS: 350 1/SN DISCHARGE AND 8 M. HEAD 
NO P3 ALTERNATIVE PUMPS: LARGE PUMPS 700 1/SN 
DISCHARGE AND 8 M. HEAD; SMALL PUMPS 350 1/SN DISCHARGE 
AND 8 M. HEAD. 

NO P4 PUMPS: LARGE PUMPS 1050 1/SN DISCHARGE AND 

23 M. HEAD; SMALL PUMPS 500 1/SN DISCHARGE AND 8 M. HEAD. 

1 1 . BIDDING DOCUMENTS IN ENGLISH MAY BE OBTAINED FROM THE 
BUYER DIRECTLY AGAINST TL2, 000.00 (NOT INCLUDING AIRMAIL 
CHARGES). TL17.50 EQUALS US$1.00. 

DILLON 
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